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Message Text 

UNCLASSIFIED 

PAGE 01 WARSAW 01610 080839Z 
ACTION EUR- 12 

INFO OCT-01 EB-08 ISO-OO PASS-00 /021 W 

080840Z 068741 /14 

R 080745Z MAR 77 
FM AMEMBASSY WARSAW 
TO SECSTATE WASHDC 6910 
INFO USDOC WASHDC 

UNCLAS WARSAW 1610 

EO 11652N/A 
TAGS: BEXP, PL 

SUB J : PRIVATE TRADE OPPORTUNITY FOR ARCO 

TO: ARCO MEDICAL PRODUCTS 
POST OFFICE BOX 546 
LECHBURG, PENNA 15656 

1 . THE POZNAN MEDICAL ACADEMY IS INTERESTED IN OBTAINING ALL 
AVAILABLE INFORMATION ON PURCHASE OF: A) EQUIPMENT FOR OPER- 
ATING ROOMS; B) EQUIPMENT FOR INTENSIVE CARE UNITS; C) MODEL 
DISEASE PREVENTION CENTERS, INCLUDING EKG, PHYSIOTHERAPY 
APPLIANCES, DYNAMOMETERS, ETC., FOR INDUSTRIAL PLANTS; AND 

D) BATTERY-OPERATED PACEMAKERS. 

2. ACTION REQUESTED: PLEASE SEND ALL AVAILABLE DESCRIPTIVE 
MATERIALS AND INFORMATION, INCLUDING DELIVERY SCHEDULES, TO 
MR. STANISLAW MARCINIAK, AKADEMIA MEDYCZNA, UL. MICKIEWICZA 
31, POZNAN, POLAND. 

AMERICAN EMBASSY 
WARSAW, POLAND 
DAVIES 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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